OCC ALLEGATION CONTINUATION FORM 


OCC CASE NO 0164-16 _ COMPLAINANT: Office of the Mayor 
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Allegation(s): This is a complaint of: 

Unnecessary Force (UF) - The officers used excessive force. 
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Department of Police Accountability Allegation Form 

DPA CASE NO. 

COMPLAINANT 

INCIDENT, CITATION, OR CAD NO. 

0164-16 

Office of the Mayor 

Report 
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Mail-in 
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ALLEGATIONS: 

Unnecessary Force (UF) - The officer used unnecessary force. 

Neglect of Duty (ND) - The officer failed to comply with Department Bulletin 15-234 
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Department of Police Accountability Allegation Form 


DPA CASE NO. 

COMPLAINANT 

INCIDENT, CITATION, OR CAD NO. 

0164-16 

Office of the Mayor 

Report 
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ALLEGATIONS: 

Unnecessary Force (UF) - The officer used unnecessary force. 
Neglect of Duty (ND) - The officer failed to properly supervise. 





















































